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“And they cried, The Sword of the 
Lord, ond of Gideon.” Judges 7:20 


oe, oe Ye 
ORE, Y 


8 . ee ry) ’ 
“y ~ A 
ror as. % c 


Office of Publication: 129 W. Sixth St., Newton, Kansas. Editorial and Executive Office: 214 West Wesley Street, Wheaton, Mlinois 


An Independent Christian Weekly, Standing for the Veral Inspiration of the Bible, the Deity of Christ, His Blood Atonement, Salvation by Faith, New Testament 
Soul Winning and the Premillennial Return of Christ. Opposes Modernism, Worldliness and Formalism, 


Vol. XII, No. 48 


FRIDAY, DECEMBER 1, 1950. 


United States 


1 year $2.00; 3 years $5.00 


| Canada ani foreign 1 year $2.50; 3 years $6.50 


Today -- Tomorrow 
By the late Dr. R. A. Torrey 


“The Holy Ghost saith, Today.”’—Hebrews 3:7. 
“Boast not thyself of tomorrow.”’—Proverbs 27:1. 


Today is the wise man’s day; tomorrow is the fool’s day. 
The wise man is the man who, when he sees what ought to be 
done, does it today. The foolish man is the man who, when he 
sees what ought to be done, says, “I will do it tomorow.” The 
men who always do today the thing they see ought to be done 
today are the men who make a success for time and for eterni- 
ty. The men and women who put off until tomorrow what 
ought to be done today are the men and women who make a 
shipwreck of time and of eternity. “The Holy Ghost said, To- 
day.’”’ Man, in the folly of his heart, says “Tomorrow.” 


I am going to give you five rea- 
sons why every truly wise man in'| 
this building who has not already 
accepted Christ as his Saviour, | 
surrendered to Him as his Lord 


ever tried the world and tried 
Christ, and put to him the ques- 
| tion, “Which joy is better—the joy 
which you found in the world or 


and Master, and openly confessed the joy which you have found in 
(Continued on page 2) 


Him as such before the world, will 
do it now. I yhhave no doubt that 
in this great audience there are 


of men and women who intend to 
be Christians some time, but who 
keep saying, “Not yet,” ‘Not to- 
day,”’ and I am going to tell you 
not merely why you ought to be- 
come Christians, but why you 
ought to necome Christians to- 
night. 


I. The Sooner You Come to Christ 
the Sooner You Will Find the 
Wonderful Joy Which Is to Be 

Found in Him : 


It admits of no controversy that 
there is in Jesus Christ an im- 
measurably better joy than there 
is in the world, a purer joy, a high- © 
er joy, a holier joy, a more satisfy- 
ing joy, a more abiding joy, a more 
wonderful joy in every way. This 
fact does not admit of dispute. 
Every one here tonight who keeps 
his eyes open knows that it is 


true. Go to any person who has Dr. R. A. Torrey 


God’s Last 


“God, who at sundry times and in divers manners spake 
in time past unto the fathers by the prophets, Hath in these 
last days spoken unto us by his Son, whom he hath appointed 
heir of all things, by whom also he made the world; Who be- 
ing the brightness of his glory, and the express image of his 
person, and upholding all things by the word of his power, 
when he had by himself-purged our sins, sat down on the 
right hand of the Majesty on high.’”’—Hebrews 1:1-3. 


God has spoken to us in these last times through His 
Son. God’s absolutely, unqualifiedly last word is the word that 
He has spoken to us by His only begotten Son. There will not 
be any other word. There will not be any other revelation. 
There will not be any other open demonstration until the next 
great event on God’s calendar comes to pass, and that is the 
second coming of the Lord Jesus Christ. When this happens, 
it will perhaps be too late to talk about revivals, about preach- 
ing the gospel, about salvation, about the remission of sins, 
about all other efforts to reach the souls of men that we are 
so arduously using now. As the Holy Spirit of God leads us, 
may we carefully analyze the first three verses of the Book 


of Hebrews. 


| First, we have the preaching. 
Second, there is the purging. 
Third, we come to the perfecting. 
The preaching, the purging, and 
the perfecting. 


L. Preaching 

Consider with me, the authority 
of that preaching. It is not the 
preaching of a man, of a group 
of men. It is not the preaching of 
a church. It is not the preaching 
of a great denomination. It is.not 
a theological coterie speaking to 


“you. It is God, in His only begot- 


ten Son! There can be no greater 
authority than the Word that God 
spoke to us in the Son of His 
own love whom He sent into 
‘the world to die for us and for 
| Sins on Calvary’s cross. 

Consider, then, the authenticity 


Who Says No More 


By Evangelist John R. Rice 


Modernists, Unbelievers in Fundamental Christian Doc- 
trine, Say No More Great Revivals. 

The Voice of Worldliness Says No More Great Revivals. 
Spiritual Backsliding Opposes and Discredits Revivals. 
Jealous Christian Workers Often Consciously or Uncon- 
sciously Oppose and Fear Revivals. 
Ultradispensationalism Is a Voice of Defeat Despairing of 
Revival. 

Who are these who doubt that we can have great reviv- 
als? Whose are these defeated voices that despair of great re- 
vivals; these voices which discourage faith, these defeated 
voices which withhold support from those who would do what 
Jesus commanded in getting the gospel to every creature? 
The defeated voices that teach that the vigor and glory of 
New Testament Christianity cannot be reproduced are the 
voices of modernists who do not believe the fundamentals of 
the faith ; the voice of worldings who are not willing to give 
up sin and the favor of the world; the voice of the backslidden 
who have lost faith, lost their first love, lost their Christian 
joy; the voice jealous of evangelists and their boldness, their 
crowds and popularity; and the voice of the ultradispensation- 
alists whose wrong understanding of the Bible hinders their 


bp 


belief in the possibility and probability of great revivals. Let 


us discuss these defeated voices which despair of revival. 


I, Modernists, Unbelievers in Fun- 
damental Christian Doctrine, 


Say No More Great Revivals 


It\is true that modernists who 
deny the inspiration and reliabil- 
ity..of the Bible, deny the deity 
of Christ and His blood atonement, 
deny the need for the new birth 
and other fundamental Bible doc- 
trines, encourage what they call 
evangelism. But modernists ha- 
bitually and delibérately change 
the meaning of historic Christian 
words and use them in another 
sense entirely foreign to their 
original meaning. So a modern- 
ist may speak of Jesus as the Son 
of God or say that Christ is di- 
vine when he does not believe in 


the virgin birth of Christ. 1 nor His 
bodily resurrection, nor that He 
is deity incarnated. These infidels 
in the churches simply mean the 
false doctrine that all men are the 
sons of God by nature, and that 
Christ in that is not essentially 
different in nature than other men, 
though perhaps better in degree. 
The modernist may speak of the 
Bible as the Word of God when 
he does not believe it is God's 
infallible revelation at all, but only 
that there are some good things 
in it from God. When a modernist 
speaks of salvation, he does not 
mean personal regeneration, a new 
birth by personal] faith in Christ. 


Revivals? 


You see, modernists are deceivers. 
As the Scripture says, these are 
false teachers “who privily ‘shali 
bring in damnable heresies, even 
denying the Lord that bought 


them. . . .” And again the Scrip- 
ture says, “Through covetousness 
shall they with feigned words 


make merchandise of you’”’ (II Pet. 
2:1, 3). Discerning Christians must 
beware of the “feigned words” of 
modernists who .intentionally de- 
ceive by using the language of his- 
toric Christianity when they do 
not believe in historic Christianity. 
So modernists speak of “evangel- 
ism” when they really mean 
house-to-house calling to enlist 
people in church membership, of- 
ten without regard to repentance 
and the new birth. 


Actually modernists oppose e- 
vangelism, oppose old-time revi- 
vals. In discarding New Testa- 


(Continued fromi~ page 4) 
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of this preaching. The pastor and 
I had a long discussion with an 
unsaved man this morning. We 
reasoned with him prayerfully 
concerning the desperate needs of 
his immortal soul. We pointed him 
again and again to the Word of 
God. His answer, repeated over 
and over again, was the very same 
shibboleth Satan has caused oth- 
ers to utter. “Preacher,” he said, 
“I know this is the Bible. I under- 


just a book. How can we know 
but that it Was written by men?” 

My answer to him and to you 
is to direct you to the proofs of 
the authenticity of Holy Writ. To 
say that the Lord Jesus Christ be- 
lieved it, taught it, expected oth- 
ers to receive it as the very ora- 
cles of God should be enough. But 
there are other proofs also. This 
Book has been tried. It has been 
jtested. It has been put upon the 
operation table of higher criti- 
cism, under the microscope of 
skepticism. No flaw has been 
found in it. The mightiest brains 
of the ages have put their faith 
in it. Generations upon untold 
generations“ have stepped out on 
its promises to find them firm 
rocks under their feet. Men, wo- 
men, precious children have en- 


stand this is the Bible. But. it -is. 


Word 


By Hyman J. Appelman, Kansas City, Missouri 


Dr. Hyman Appelman 


trusted their souls to its assured 
revelations. Not one of these myr- 
jads has been known to say, “I 
am gorry I believed the Bible.” 

Neither you, in this crowded au- 
ditorium, nor I, have ever known 
a person to say, “I am sorry T 
became a Christian.” Stop to 
think now! Have any of you, all 
of you, each of you, ever known 
a soul who came into salvation 
through the guaranteed invita- 
tions of God’s Word to say, at any 
time, anywhere, “I am sorry I ac- 
cepted the Lord Jesus Christ as 
my personal Saviour; I am now 
sorry I trusted the Word of God”? 
Your own minds, your feelings, 
your experiences would not permit 
you to believe anything like that. 
It is inconceivable! It is impossi- 
ble! It has never happened! It can 
never happen! 

Think of the literal tens of thou- 
sands of Christians the crowd of 
us tonight know personally. Think 
of the millions of others whom 
we do not know. Think of the bil- 
lions who have, in these nineteen 
hundred years, come to God by 
the Lord Jesus Christ, who have 
found the promised pardon, peace, 
and power. Many of these sealed 


(Continued on page 7) 


They Care! Do You? 


Woman Forgoes $51 Wrist Watch to Send 50 Subscriptions; 
Prisoner Subscribes for 4 Others; Pastor Gives 
“The Sword of the Lord” to Young Preacher 


list, within a few weeks. 


Thank God, a great many peo- 
ple care, and they are the ones 
upon whom we are depending. 
Miss Elma Henneke of Aurora, 

sends $51 for subscrip- 


bef Ons: he supplied four names for 


subscriptions, and then said: 

“IT just have a few names, so 
use the rest of the money for 
subscriptions to be sent to min- 
isters, missionaries, and to pri- 
soners if you can. 

“A few weeks ago I sent in sev- 
eral names for THE SWORD OF THE 
Lorp to. be sent to people, but I 
don’t feel as if I have done my 


E | part. So I'told God instead of buy- 


ing a wrist watch for myself for 


i $51, I’d just use that money for 


gending subscriptions to others.” 

’ Dear friend, you wil] have treas- 
ure laid-up in Heaven. I know 
that God will reward your loving 
gift and your sacrifice to get out 


The most heart-breaking thing any minister of the 
gospel ever faces, I think, is the casual indifference of Chris- 
tian people about getting out the gospel. 
The Sword of the Lord who are blessed by its messages will 
simply do their part to get the gospel to others, there will 
be no trouble about reaching 100,000 paid subscribers on the 


If readers of 


the gospel through THE Sworpb oF 
THE LorD. We will use the rest of 
the money as suggested, to send 
the subscriptions to ministers, 
missionaries and prisoners. 


Young Evangelist Sends 97 
Subscriptions 
Evangelist Kenneth Chapman of 
230 Cannon Avenue, Murfrees- 
boro, Tennessee, writes: 
“T have been able thus far to 


send in 97 subscriptions during the 


special campaign. I am sure I will 
be able to get the other three, and 
so fulfill my pledge. I am not go- 
ing to stop at one hundred, how- 
ever, but get as many as I possi- 
bly can. I pray that God will give 
more than the 100,000 we are try- 
ing to reach.” 

Yes, Brother Chapman, I am 

( Continued on page 3) 
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THE SWORD OT THE LORD 


Friday, December 1, 1950 


_Can These Men ey You In A Rival? 


J. H. Melton Joe B. Rice 


a &. Wells Ken Chapman 


These young men on the Sword Staff of Evangelists 
have been called of God to do the work of an evangelist, and 
are willing to go wherever God clearly leads, to help in a 
revival campaign. Each of these God-called young men have 
ability, are deeply spiritual and are successful soul winners. 
Each one is a proven evangelist. All have pastoral experience. 


Everyone of these men is sound 
in Bible doctrine, believing in the 
complete inspiration of the Word 
of God, in the virgin birth, bodily 
resurrection and essential deity 
of Christ. They believe in Heaven 
and Hell, in regeneration by re- 
pentance and faith in Christ. 
They exalt the atoning blood of 
Christ. They teach a separated 
life for Christians. They believe 
Christians may have an endue- 
ment of Holy Spirit power for 
soul winning. They are prayerful, 
loving, believing, compassionate 
men, carefully chosen to represent 
THE SWORD OF THE LORD as our of- 
ficial] evangelists. 


Evangelist J. H. Melton 


Graduate of Baylor University 
and Southwestern Baptist Theo- 
logical Seminary, Evangelist J. H. 
Melton is being greatly blessed of 
God in revival work. Before en- 
tering the evangelistic field, Mel- 
ton had eight years of experience 
in the pastorate. In one eighteen- 
month period, he had 350 addi- 
tions to his church. His message 
is Bible-centered, he is an out-and- 
out believer in the great funda- 
mentals of the faith. He is in- 
tensely interested in winning the 
lost to Christ. This faithful 
preacher of the gospel will bring 
great blessings to any church and 
community where his ministry can 
be made available. Has the finest 
commendations by his Baptist 
brethren.’ 


Evangelist Joe B. Rice 


Evangelist Joe B. Rice is one 
of the three Rice brothers; is a 
graduate of Moody Bible Insti- 
tute, has had several years ex- 
perience as pastor—in Roosevelt, 


Oklahoma; Sherman, Texas; 
Charleston, Illinois; and Okla- 
homa City. Has: taught in the 


Oklahoma Bible Institute. A good 
Bible preacher, spiritual, humble, 
brotherly. Is holding good revival 
campaigns wherever he goes. 


Evangelist J. Oscar Wells 


A graduate of West Texas A. 
and M. College and Calvin Semi- 
nary. Had fine experience as a 
missionary in China, under the 
China Inland Mission. He won 
hundreds of souls in the University 
of Shanghai and in Generalissimo 
Chiang Kai-shek’s bodyguard. 
Everywhere he goes in revival 
work, God gives him blessed re- 
sults, with many saved. He is a 
clear, fervent Bible preacher, is a 
hard .worker, is brotherly and 
Spirit-filled. Evangelist Wells is 
especially strong in training per- 
sonal soul winners. 

One pastor, in commending our 
brother, says: “It is seldom that 
one finds a man so well educated 
and qualified to speak that also 
has a burning passion for the souls 
of lost men.” 


Evangelist Kenneth Chapman 


Brother Chapman is a graduate 
of Moody Bible Institute, has seen 
hundreds of souls saved. He is 
deeply spiritual, and in the pulpit 
is scriptural, fiery and fervent. 
Some of you have read his fine 
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sermons in THE SWORD OF 


LORD. 


Evangelist James V. Lamb 


Brother Lamb has much to com- 
mend him: fine scholarship (his 
Master’s Degree awaits only com- 
pletion of a thesis), an unusually 
successful pastorate in St. Louis, 
good revival campaigns, the confi- 
dence of brethren far and wide. 
Marked alike by fine personality, 
deep convictions, fervent spirit and 
brotherly, co-operative, -construc- 
tive attitude, Brother Lamb is be- 
ing splendidly used as an evange- 
list and we are happy to have 
him on our staff of evangelists. 


Evangelist Claude McDonald — 


Brother McDonald has a South- 
ern Baptist background. He 
started out to be a lawyer, but 
God called him into the ministry. 
He is a cultured gentleman, sweet 
spirited, a godly young man whom 
We are proud to have associated 
with us in revival work. His ac- 
complished wife is a great help. 
He is a proven soul winner, a fine 
preacher. 


Evangelist Raymond J. 
Cutchin, Jr. 


Rarely have we recommended a 
man with such confidence as that 
with which we recommend Evan- 
gelist Raymond J. Cutchin, Jr. He 
is a graduate of Bob Jones Uni- 


THE 


James V. Lamb Claude McDonald 


year gone that will never come 
back, between tonight and a year 
"Tbe tonight (if you come a year 


~ from tonight). You can never go 
: | beck over this year. You are as- 
< sociated with friends that you can _ 
. lead to Christ between now and a 

- year from now who may be past 
=, your reach then. . ~ 
-| Before I was converted I had a 
< friend, and we were often together. 


We lived in the same building. We 


= went pleasuring together. If I-had 
== been a Christian I could have led 


R. E. Mucher 


R. J. Cutchin 


versity. During the time of his 
work there he won some seven 
hundred souls to Christ. Brother 
Cutchin is a good student of the 
Word of God. He is sound in doc- 
trine, has remarkable judgment. 
Although a young man (about 31) 
Mr. Cutchin’s long experience in 
meeting the public, his mature 
judgment, his well-developed char- 
acter, and his fine training make 
him a suitable evangelist even for 
very strong churches. 

These men are experienced 
evangelists, fervent in_ spirit, 
sound in faith, using proven re- 
vival methods in winning souls to 
Christ and helping revive Chris- 
tians in revival campaigns. There 
has not been one breath of cri- 
ticism to reach our office con- 
cerning the ministries of any one 
of these men, but many pastors 
have written in to tell of people 


. e ‘ 
saved, blessings received, church- 


es strengthened and Christians re- 
vived through their work. 

These Spirit-filled evangelists 
know the problems a pastor faces 
and they honestly endeavor to 
hold up a pastor to his people. 
They “preach the Word” with 
boldness and will not compromise 
in preaching against sin. They 
make no apology for believing the 
Bible to be the divinely-inspired 
Word of God that points to Jesus 
Christ as the only One who can 
save a sinner. In union campaigns, 
however, they are non-sectarian in 
spirit and will not cause contro- 
versy between denominations by 
majoring on controversial issues. 

The winning of the lost is the 
main objective in every revival 
campaign these men hold. 

Our Sword Staff evangelists set 


Today -- Tomorrow 


(Continued from page 1) 
Christ?” and you will get the 
same answer every time. The joy 
found in the world is not for a 
moment to be compared with the 
joy that is found in Christ. I have 
tried both. I have had abundant 
opportunity to try both. If ever a 
person had an opportunity to try 
what this world can give, I had it, 
and I tried it. I tried all that could 
be found in the world, then I turn- 
ed to Christ and tried Him, and 
my testimony is just like the testi- 
mony of millions of others who 
have found that the joy of the 
world is nothing and the joy in 
Christ is everything. I don’t care 
how fully a person may have gone 
into the joys of this world, or how 
great his opportunity may have 
been to test them; go to anybody 
that has tried both and you can- 
not find in all the world a man 
that has really found Christ but 
will tell you there is a joy in 
Christ higher, deeper, broader, 
wider, longer, more wonderful in 
every way, than the joy that the 
world gives. Well, friends, the 
sooner you come to Christ the 
sooner you will have that joy. 


II. The Sooner You Come to Christ 

The Sooner You Will Escape the 
Wretchedness and Misery That 
There Is Away From Christ 


First of all there is the misery 
of an accusing conscience. No one 
in this building out of Christ has 
peace of conscience. One night I 
was preaching to an audience of 
men and women to whom a twenty 
dollar gold piece would have been 
a great help. I put my hand in my 
pocket as I was preaching, and I 


all|felt the twenty dollar gold piece. I 


took it out and held it up and 
said, ‘“‘Now, if there is a man in 
this audience out of Christ who 
has peace in his heart, deep, abid- 
ing satisfaction and rest, who will 
come up here and say so, I will 
give him this twenty dollar gold 
piece.” Nobody came up. When the 
meeting was over I went down and 
stood at the door with the twenty 
dollar gold piece, for I thought 


they might be timid about coming 
up for it. I said, “If anybody can 
claim this twenty dollars on the 
conditions I have named, who can 
say, ‘I have peace of conscience and 
heart. My heart is satisfied with- 
out Christ,’ he can have this twen- 
ty dollar gold piece.” They com- 
menced to file out, and nobody 
claimed the gold piece. Finally a 
man came along, and I said, “Don’t 
you want this twenty dollars?” 


“But,” he said, “I cannot claim 
it on those conditions.”” Neither can 
you. 


Another night I was preaching in 
Chicago and I asked everybody in 
the building who had found rest 
and perfect satisfaction through 
the acceptance of Christ to stand 
up, and hundreds of men and wo- 
men, more than a thoysand, rose to 
their feet, and then I asked them 
to sit down, and then I said, “If 
there is an infidel in this ‘house 
that can say he has found rest, 
and peace, and perfect satisfac- 
tion of heart in infidelity, will he 
please stand?” There were a lot of 
infidels there. One man got up in 
the gallery, and I said, “I see there 
is a gentleman up there. I am glad 
that he has the courage of his con- 
victions. I would like to speak with 
him in the after-meeting.” 

He came to the after-meeting. I 
said, “Mr. S———, you stood up 
in the meeting tonight to say that 
you had perfect rest and peace of 


heart without Christ, and that} 


your soul was satisfied in infideli- 
ty. Was that true?” |. 

“Oh,” he said, ‘““Mr. Torrey, that 
will have to be qualified.” . 

I guess it will. There is no peace, 
saith my God, to the wicked. 

Then there is the slavery of sin 
away from Christ. “Whoso com- 
mitteth sin is the bond-servant of 
sin” (John 8:34). Away from 
Christ is apprehension of what 
may happen, apprehension of dis- 
aster, apprehension of what man 
may do, 


and women, when you really come 
to Christ you get rid of fear 
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apprehension of what} 
may lie beyond the. grave.. Men 


no price on their services. We sug- 
gest that the church take offer- 
ings to pay the evangelist’s travel- 
ling expenses, board and room, ad- 
vertising, etc., and then take a 
love offering for him the last few 
days of the revival. They have no 
salaries but must support their 
families on the offerings given by 
God’s people. 

If there is any way We can help 
your church or community to have 
a revival, and if a group in the 
community is willing to pay. the 
price necessary, in prayer and obe- 
dience, to have God’s favor and 
to reach smners with the gospel, 
We would be glad to help. For 
dates with any of these Sword 
Staff of Evangelists, write Rev. 
Ralph E. Mucher, Field Secretary, 
Sword Staff of Evangelists, 214 


West Wesley Street, Wheaton, 
Iilinois. 
of man; you have no fear of 


misfortune, for you are able to 
say, “All things work together 
for good to those who love God”; 
you have no fear of death, for 
what men call death is simply to 
depart and be with Christ. By 
coming to Christ you get rid of all 
this wretchedness, you get rid of 
the accusations of conscience, you 
get rid of the slavery of sin, you 
get rid of all apprehensions of dis- 
aster, you get rid of the dread of 
death, the moment you really ac- 
cept Christ. Why not get rid of 
it all tonight? 

Suppose you were on the shore 
and saw in the distance a wreck 
and a man clinging to the wreck, 
and every once in a while the cold 
waters, sweeping over him, and it 
was a cold wintry night, and you 
and others should go out in a life- 
boat and should say to him, “We 
have come to take you off. Drop 
into the lifeboat’; and the man 
should say, “No, I think I can 
hold on until morning; come out 
again in the morning, and I will 
get into the boat and come 
ashore’; you would say, ‘‘Man, are 
you mad? Stay out here tonight 
when you can come ashore now?” 

Oh, men and women, out on the 
wreck, every little while the cold 
waves breaking over you, all the 


wretchedness of an accusing con- 


science, all the wretchedness of 
the bondage of sin, all the wretch- 
edness of the fear of possible 
death, all the multiplied wretched- 
ness of the soul away from God— 
why cling to the wreck another 
night, when you can come ashore 
to safety and joy now, if you will 
drop right into the lifeboat? 


Ill. The Sooner You Come to 
Christ the More You Can Do 
for Christ 


The moment a person is saved 
he wants to do something for the 
Master. If you are saved a year 
from tonight you will go to work 
for Christ, but there will be one 


se: |him to Christ. Three years later, 


after I had accepted Christ, that 
young man .passed beyond my 
reach. The day I went back to 
the University to study for my 
second degree my father picked 
up The New York Herald and be 
gan to read about a young man 
who was out playing ball. The man 
out in the center field threw the 
ball in. This young man’s back was 
towards the center field, and he 
was struck at the base of the brain, 
and never regained his conscious- 
ness. As my father read this and 
came to the name, he said, 
“Archie, is not that your. old 
friend?” I took up the paper and 
read it and said, “Yes; it is my old 
friend.” Called into eternity with- 
out a moment’s warning, and my 
opportunity of bringing him to 
Christ gone forever! Oh, how often 
in the years that have come since, 
and God has used me to lead oth- 
ers to Christ, how often I, have 
thought back of Frank. In spite of 
all those who are now coming: to 
Christ, Frank has gone, and my 
opportunity of saving him lost for 
ever. 

Men and women, you postpone 
taking Christ for thirty days, and 
people that you might have reach- 
ed during these thirty days will 
have passed beyond your reach 
forever. 

In my first pastorate a wo 
man a little over fifty years of 
age who had been a backslider 
was saved through and through, 

( Continued on page 3) 
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They Care! Do You? 


(Continued from page 1) 


sure that you will send more, and 
I am deeply grateful for your 
earnest efforts. Other preachers 
like you, who do not have much 
money, could enlist others to sub- 
scribe for themselves. If you can- 
not pay for subscriptions, then get 
others to subscribe at this re- 
markable low rate now in effect. 


Texas Prisoner Subscribes 
| for 4 Others 


Here is a letter which touches 
us very deeply. It is dated Octo- 
ber 24, at Huntsville, Texas, and 
is as follows: 

“Dear Dr. Rice: 

“I am enclosing a check for $5 
for four subscriptions to THE 
SWORD OF THE LorD during your 
campaign to raise 100,000 subscrip- 
tions. 

“As you can see by the check, 
I am an inmate in the Texas Pri- 
son System and this $5 came a 
little at a time. I know of no other 
way that it could be put to use 
for the Master than in your pa- 
per. I have been taking it for some 
twenty-two months now, and it 
has been such a blessing to me, as 
well as to other prisoners. 

‘“The four names listed below 
are both saved and unsaved peo- 
ple. My prayers are that the in- 
spired sermons and words in THE 
SworD will be an inspiration to 
the unsaved.” 

May God bless this man who has 
turned to Christ in his trouble, 
and being blessed by THE Sworp 
OF THE LORD he now subscribes for 


eoodedad ed ogadad ad oc ogo oc od oc od od acac ag acoc: 
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est | Edited by John W. Bradbury 
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four others. That $5 sent to pay 
for four subscriptions is marked 
down in Heaven, I am sure! And 
many who read this have a much 
easier way to get money to pay 
for other subscriptions, and I beg 
you to do it in Jesus’ name. 


A Pastor Subscribes for a 
Young Preacher 


A pleasing letter is that sent by 
Rev. L. A. Sartain, Pastor First 
Baptist Church, Clarendon, Texas. 
He writes as follows: 

“A few weeks ago someone paid 
for my subscription to THE Sworp 
OF THE LorpD for eight months. It 
has already done much for me to 


read the good messages printed | Doo 


in it thus far. They have stirred 
my heart to live closer to the 
Lord and do better preaching for 
Him myself. I believe this sort of 
thing is what every preacher 
needs. We had a young preacher 
in our church who preached for us 
recently, and I’m sure he will get 
great good out of reading the mes- 
sages in your paper, so I am en 
closing $2 for you to send the pa- 
per to him...” 

Isn’t that just like a _ godly 
preacher who feels responsible to 
see that young preachers receive 
the blessing and inspiration to 
help them in the ministry? I hope 
that thousands of other preachers 
who read this will see that min- 
isterial students and younger 
preachers get THE SWORD OF THE 
LorD. What could help them more 
than to read the great sermons of 
the mighty men of God of the 
past, and sermons of- the men 
most greatly used today! Here are 
answers to Bible questions, here is 
help on soul winning, on the pow- 
er of the Holy Spirit. Here are 
reports of great revivals in THE 
SWORD OF THE LORD. : 

At Bob Jones University, over 
one thousand ministerial students 
this year will be required to read 
THE SWORD OF THE LORD each week 
and report on at least two ser- 
mons, one by a great man of the 
past and one by a living preacher. 
That is also true in a big class of 
ministerial students at Grace Bible 
Institute at Omaha, and at South- 


'lwest Virginia Baptist College. I 


beg older people to help younger 
people, and that mature preach- 
ers will help young preachers by 
seeing that they get THE SworpD 
OF THE LorD. What a wonderful 
blessing it would be if somebody 
would provide the means to send 
THE SWORD OF THE LORD to every 
ministerial student in his favorite 
college or seminary or Bible In- 
stitute! 

Sends 16 Subscriptions to Saved 
and Unsaved Friends; Enlists 
Another to Send Sword 
to Business Men 
We were glad to have a nice 
letter from Mrs. Gene Brookings 
of Sedro Woolley, Washington. She 
sent $17 for sixteen subscriptions 

and said: 


Fundamental and 
Undenominational! 
Open Jan. thru Mar. 


Florida’s 
Winter Bible Conference Grounds 


Near the ocean on Florida’s gold coast between 
Miami and West Palm Beach 


Gifted Bible Expositors, Evangelists and 
Musicians heard daily. 


Recreational program features 
Ocean bathing and Fishing trip to Bahamas 


For details write 
Ira Lee Eshleman 
Boca Raton, Fla. 
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“The letters pour inte Tokyo 
(PTL Hdqts.) — 4,000 from 
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-—— Phil Saint, Evangelist with 


H. G. Vorsheim, Steg heart ong Saved hi = his 
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BIG BARGAIN FOR 
A FILM EVANGELIST 


The following films and projection equip- 
ment are now available. They have served 
me well, but are now in excess of my 
needs. The prices indicated are retail valve 
and | am willing to sell all of this ma- 
terial at bargain rates. | am especially in- 
terested in placing the entire list with a 
Christian man or institution—where they 
will be used to the glory of God. Inquiries 
on any item are welcomed, but priority 
and a very special reduced price will be 
given to anyone who can use all of the 
material. 


Sa a Cy I a Og a OO CO Oe Oe OA Ot 
My Christmas Gift List 


Evangelist John R. Rice, Editor 
214 W. Wesley, Wheaton, Illinois 


Dear Brother Rice: 


Please send THE SworpD OF THE LorD to the following addresses for 
the time specified, at the rate of $2.00 for the first one-year subcrip- 
tion and $1.00 a year for subscriptions thereafter. Please send a 
greeting card with the signature I have indicated. 


NOTE: Please add 50 cents 
Foreign subscriptions. 


each per year for Canadian and 


FILMS 
et ie) 
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Charge That To My: Account initiate 50.00 City Z State 
The Man Who Forgot God _....... 150.00 
Found Wanting 35.00 Ren caee eae eee apher . it Years 
The Rapture 35.00 
Dear Diary 35.00 
r to Heaven s. 30.00; 2, Name 
PROJECTOR EQUIPMENT + 
Bell and Howell Projector -__..-$579.00 City Z State 
Projector Stand . 35.00 From :_..~---~-------------------------------  ------ Years 
Te ie eat sss 
Prolectes Covers 8.09; 3 Name 
Speaker Cord 7.50 
Address -..---- * 
Total $729.00 os 9 me 
Sacekcen ate 
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Evangelist J. H. Melton am 
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wes ° . Name 
Blytheville, Arkansas pe 
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“My friend who visited me the City = 
other day took home some back UG i a a a a ee Years 
issue Of THE SworpD.’She said, ‘I 
know God wants me to send such| 5. Name 
a paper as this to business men in Address 
our town.’ 
“Praise God for allowing me the City Z State 
privilege of introducing my fav- From:___..... Ses ot SE esta Years 
orite Christian paper to her! 
These people to whom I have re- 6. Name 
quested subscriptions are all un- 
saved. I’m placing all my trust for Address 
their salvation on God’s promises.” City 7, State 
It is Time for You to Help, Too! 
YON ok ee a ieee Years 


An old song says: 

“Must Jesus bear the cross alone, 
And all the world go free? 
No, there’s a cross for every one, 
And there’s a cross for me!’ 

Why should others sacrifice to 
get out the gospel, to get sinners 
to be saved, to get preachers in- 
spired, to build up Christians, 
when you do nothing about it? 
Surely the Lord Jesus weeps. over 
the world today and wants us to 
help Him. The best we know how, 
We are trying to make THE Sworp 
OF THE LORD a messenger of bless- 
ing. We want you to help, and I 
think God wants you to help. In 
Jesus’ name, send as many sub- 
scriptions as you can and keep up 
with these godly people who are 
sacrifically sending subscriptions 
for preachers, missionaries, un- 
saved people, and for their own 
loves ones and neighbors. 

Here are the simple rules. For 
subscription (in the 
United States or in the armed 
services) send $2 for one year. For 
all the other subscriptions sent 
at the same time, you may send 
only $1 for each year’s subscrip- 
tion. That means four years’ sub- 
scription for $5, ten l-year sub- 
scriptions for $11, or one hundred 
l-year subscriptions for $101. 

Renew your own subscription 
for as far as you can. Be sure to 
enroll for at least four years, if 
possible. A five-dollar bill will pay 
for four years! And then you may 
send other subscriptions at $1 a 
year each, if you send them at the 
same time. | 

For Canadian and foreign sub- 
scriptions, add 50c a year to the 
above offer. If sent at the regular 
United States rate, they will be 
enrolled for only eight months 
each. 

If you want subscriptions to be 
a Christmas gift, please mark 
them “Christmas Gift.” In that 
Case We will begin the subscrip- 
tion with the Christmas issue, and 
will send a card announcing that 
the paper is a gift from you. Be 
sure to give the name and address 
of the sender in that case. 


We suggest you send THE Sworp 


There is More Space on the Reverse side 


OF THE Lorp to unsaved people, 
and then earnestly pray that God 
will use the paper to help win 
them. 

We suggest that if you do not 
know the names and addresses of 
people who ought to receive the 
paper, you send a gift to our Min- 
isters’ and Missionaries’ Subscrip- 
tion Fund. Missionaries, native 
workers in Japan and in the Phi- 
lippine Islands, pastors in the 
States, Child Evangelism work- 
ers, etc., would be so happy to 
have THE SworD OF THE LorpD. And 
many of them cannot pay for it. 
We have the names of thousands 
who would like to have it. Can 
you help? 

This is a matter of deepest con- 
cern to the editor. When this is 
written—Sunday, November 12— 


we have already received over 
12,000 paid subscriptions during 
this campaign. They ought to be 
several times that many. Of course 
by the time you get this paper, 
thousands more subscriptions will 
have been received. But our 
hearts are burdened and a little 
heavy because many who ought 
to have helped have not sent sub- 
scriptions. We beg you, do your 
part today! 

Please mark renewal subscrip- 
tions plainly, “Renewal,” to save 
mistakes and to get full credit and 
to speed the work. Write or print 
names and addresses very plainly. 
And above all else, get the sub- 
scriptions in as quickly as possi- 
ble. Address, Sword of the Lord 
Publishers, 214 West Wesley 
Street, Wheaton, Illinois. 


Today -- Tomorrow 


(Continued from page 2) 

and became the best worker in 
all the community, but her own 
two sons had grown up during 
these years that she was afar 
from God. They had both married 
and passed beyond her reach, and 
though she has been used to bring 
I don’t know how many to Christ, 
she has never been able to bring 
these two sons to Christ. Her day 
of opportunity for them was while 
she was living in the world. 

Fathers and mothers, afar from 
God, if you are not saved tonight, 
you may be some other day; but 
these sons and daughters that you 


“might bring with you if you come 


tonight will very likely have pass- 
ed beyond our reach forever. The 
sooner you come to Christ the 
more you can bring with you, 
so come tonight. | 

IV. The Sooner You Come to 

Christ the Richer Will Be 

Your Eternity 
We are saved by grace, we are 
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CORDINGS 
service 
230 Illinois 


rewarded according to our works. 
Every day of a man’s life after 
he is saved he is laying up trea- 
sures in Heaven, and every day 
you live for Christ you will be 
that much richer for all eternity. 
Now, some people have an idea 
that a man can be saved on his 
deathbed and have just as abun- 
dant an entrance into the King- 
dom of God as he could have if 
he had been saved forty years. 
Oh, what nonsense! You have 
neither common sense nor Bible 
for it. A man may be saved on 
his deathbed. I don’t say that no 
man ever is; I believe some are, 
though not very many. A man 
may be saved on his deathbed, but 
he is saved “so as by fire.” His 
works are all burned up, and he 
enters Heaven penniless. The man 
who is saved forty years before 
he dies, and serves Christ for forty 
years, every day of these forty 
years he is making his deposits in 
eternity, for which he will be rich- 
er throughout all eternity. “Lay 
up for yourselves treasures in 
Heaven.” 

Oh, men and women! the sooner 
you come to Christ, with so much 
fuller hands can you enter the 
Kingdom of God. I do thank God 
I was converted when I was, but 
what would I give for those six 
wasted years through which I 
deliberately resisted the Spirit of 
God! But I can’t call them back. 


(Continued on page 4) 
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8. Name 


Address 


City 


From: 


9. Name 


Address 


CAR 


From: 


10. Name 


Address 


City 


From: 


1l. Name 


Address 


City 


From: 


These subscriptions sent by 


Address 


City 


Z State 


If you solemnly agree to send other subscriptions amounting to a 
total of ten or more, and wish us to accept them as a part of this 
order, at $1.00 per year each, then sign the following: 


Signed 


($2.00 must be sent for the first subscription in each batch of sub- 


scriptions sent, unless the solemn 
end of the coupon.) 


agreement is signed above at the 
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Today -- Tomorrow 


(Continued from page 3) 


V. The Sooner You Come to Christ 
The Surer You Are to 
Come to Christ 


If you are not saved tonight 
you. may be tomorrow night, but 
you may not. I believe there are 
scores Of people here who. will 
be saved tonight or never. When 
a person stands on a platform like 
this and looks over such a vast 
audience and feels in his very 
soul that the eternal salvation of 
hundreds of souls is trembling in 
the balances as the result of that 
sermon, it is an awful feeling; 
but that is the feeling I have now. 
I believe there are hundreds of 
people who hear every word I am 
Just now saying who will either 
be saved tonight or never. The 
Spirit of God may leave you. Peo- 
ple think they can turn to Christ 
when they will, but, men and wo- 
men, when the Spirit of God is in 
the room, as He is in this building 
now, passing from seat to seat and 
heart to heart, it is an awful 
moment. To say Yes means life; 
to say No means death. To say 
Yes means Heaven; to say No 
means Hell. Oftentimes a man will 
be so near the Kingdom, and he 
will say, “I am so interested I 
will certainly be just as much 
interested tomorrow”; but the 
critical hour has come, and if you 
do not yield tonight you will have 
no interest tomorrow. 

_ I once received a message from 
a wealthy young fellow in New 
Haven, Connecticut, saying that he 
wished to see me that night at 
Mr. Moody’s meeting. I went and 
met him at the close of the meet- 
ing. He was on the verge of a 
decision. As we stood talking in 
Chapel Street, opposite the Col- 
lege, the College bell rang out a 
late hour. I said to myself, he is 
so near a decision I can leave him 
safely until tomorrow morning. So 
I said, “Good-night Will.. I will 
be around to your room tomorrow 
morning at ten.” It was one of the 
most fatal mistakes I ever made. 
I was there at ten and he was 
there, but his convictions had all 
left him. He was hard as flint. 
His opportunity had come and 
gone. Oh, men and women, you 
may be very near a decision to- 
night, on the very borders of the 
Kingdom, but it you say No to- 
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night, tomorrow will be forever 
too late. 

Then, again, who of us can tell 
who will be called out of the worid 
into eternity in a moment? At our 
first Men’s Meeting in the Empire 
Theatre in Edinburgh a Roman 
Catholic young man _ accepted 
Christ. Little did he or we realize 
that it was his last chance. The 
next day he was hurried to the in- 
firmary for an operation, and the 
operation proved fatal. By accept- 
ing Christ at that meeting he was 
just in time. If he had waited a 
day he would have been lost for- 
ever. 

Men and women, you have a 
chance tonight. Don’t throw it a- 
way. The sooner you take Christ 
the surer you will be to take Him. 
Take Him now. You can have 
the joy of salvation tonight; why 
wait a week? You can be saved 
from a life of wretchedness away 
from Christ tonight. Why stand 
it another week? The sooner you 
come to Christ the more you can 
do for Christ. Why not come to 
Him tonight? The sooner you 
come to Christ the richer you will 
be throughout all eternity. Why 
not come to Him tonight and be- 
gin to lay up treasures in the bank 


of Heaven? The sooner you come & 
to Christ the surer it is that.you § 


will come. Come now. “The Holy 
Ghost saith, Today.” “Boast not 
thyself of tomorrow; for thou 


Knowest not what a day may bring # 


forth.” 


(From the book, Real Salvation : 
and Wholehearted Service by R. A.| & 


Torrey. Published by Fleming H. 


Revell Company. Used by permis- : 


sion.) ° 


My Decision for Christ 


If you realize that you are a 
lost sinner and will today, here 
and now, accept Christ as your 
Saviour, will you not write to 
the editor and tell me that you 


Share 


YOUR 
Sword 


Who Says No More Revivals? 


(Continued from page 1) 
ment doctrine they have discard- 
ed New Testament methods and 
aims. And modernists say that 
now a grand new day has come in 
which people are too intelligent 
to be influenced by the old gospel. 
Dr. Harry Emerson Fosdick, typi- 
cal modernist, in a letter often 
published, said that he did not be- 
lieve in historic Christian doctrines 
and did not know a single intelli- 
gent minister who did! In other 


: words, modernists proudly believe 


their learning is so far advanced 
and that modernists have so gain- 
ed control in the churches that 
old-time doctrines, as preached in 
mass evangelism, will not be heard 
nor accepted by intelligent and en- 
lightened people. 

Fosdick preached and published 
a sermon on “The Peril of Wor- 
shiping Jesus” (Hope of the World, 
Harper). In that sermon Fosdick 
plainly denounces those who wor- 
ship Jesus, says we should not cail 
Him Lord, should not pray to Him, 
should not enshrine Him on our 
altars, should not sing, “In the 
Cross of Christ I Glory.’ Of course 
if you take away from the evan- 
gelist the deity and lordship and 
worship of Jesus Christ, you have 
no revivals. Well modernists do 
not believe in revivals, do not want 
revivais, and finally, hope they 
have forever killed revivais in the 
Bible sense, in the old-fashioned 


sense of mass evangelism. wes 


The American Unitarian Asso- 
ciation, 25 Beacon Street, Boston, 
Massachusetts, has published a 
pamphlet, The Relation of the Lib- 
eral Churches and the Fraternal 
Orders. Elijah Alfred Coil, minis- 
ter of the First Unitarian Society, 
Marietta, Ohio, was the author. 
He roundly rebukes lodge men 


have trusted Christ? I will send 
you a letter of counsel and encour- 
agement if you will tell me that 
you have trusted Christ, You may 
sign and then copy the decision 
below, or write me in your own 
words. Do it today, dear friend! 
Oh, how sad and dangerous not to 


| be saved! And how tragic it is to 


put it off and say, Tomorrow, 
when the Holy Ghost saith, Today. 
Evangelist John R. Rice, Editor 
THE SWORD OF THE LORD 


214 West Wesley Street 
Wheaton, Illinois 


Dear Brother Rice: 


I have read the good sermon, 
“Today—Tommorrow’ by Dr. R. 
A. Torrey. I realize that it is ter- 
rible not to be saved, and to put 
off the matter of the salvation 
of my soul. I am so sorry for my 
sins, and so here and now, this 


day while God is calling, I repent] . 


of them and trust Christ to save 
me. 
I give Him my heart, accept 
Him as my Saviour, depend on 
Him this very moment to forgive 
me. I will confess Him before men 
and set out to live for Him the 
rest of my life. 
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New Testament 


“The best modern-English Translation . . .” 

Dr. Wm. Hendriksen, Calvin Seminary. 

*. .. throws a flood of light upon passages 
that are obscure in older translations.” 

King’s Business 
672 pages—pocket size (374x514) ~$2.50 
Available at all religious book stores. 
ZONDERVAN PUBLISHING HOUSE 


Grand Rapids, Mich. 


THE doctor Mi - 
os MATE 


; America (the home of both coffee and Mate). 


x | it. Send $1 for 20 oz. package postpaid. Agents 


Let us face this voice of defeat 
which says there will be no more 
such great mass revivals, It is 
the voice which hates the Bible, 


whose orders plainly teach salva-| Which would take the crown of 
tion by character and the uni-| deity from Jesus Christ, which 
versal fatherhood of God and the] denies historic Bible Christianity. 
brotherhood of man, without a|If the modernist’s viewpoint is 
need for being born again, and yet| Tight, then Bible Christianity it- 
go to hear evangelists preach. He| self is doomed along with mass 
quotes Billy Sunday as saying,| evangelism. Thank God, we know 
“The fatherhood of God and the| better than that! 
brotherhood of man are the worst| Let me restate it: Bible evangel- 
rot ever dug out of hell.” He prop- | ism, mass evangelism, that is, .old- 
erly reminds his modernistic|time revivals, are offensive to 
friends that evangelists and all} modernists who hope and believe 
Bible believers hold in spirit the| that they are out of date. The 
creed, “We are accounted right-| emphasis on sin is offensive to 
eous before God only for the merit | modernists who are not willing to 
of our Lord and Saviour, Jesus| repent. The emphasis on God’s 
Christ, by faith and not for our| grace, on the blood of Christ as 
own works or deservings.” This| the only hope of sinners, is of- 
modernist, this Unitarian minister, | fensive to the modern infidel who 
this Master of the Masonic Lodge, | worships man and believes in sal- 
denies the doctrine of salvation by | vation by merit instead of by sav- 
the blood of Christ and urges his|ing faith. Evangelism is based 
infidel friends to stay away from|on the authority of the Bible as 
preaching like that of Billy Sun-|God’s infallible revelation. Such 
day. You see, modernists, all uni-| faith in the Bible is essential to 
tarian Christ-rejectors, do not| Bible evangelism, essential to great 
want revivals, do not believe in| revivals, but is utterly abominable 
revivals, and think they are gone| to modernists. The voice of mod- 
forever among intelligent peopie.|ernism, unbelief in the churches 
But that is only because they be-| which says there can be no more 
lieve Bible Christianity is out of| great revivals in the historic and 
date. old-fashioned sense, speaks as the 
Even the milder modernists fear| enemy of the Bible and as the 
evangelism. For example. Dr. A.|enemy of New Testament Chris- 
Kari Kernahan, in his book, Visi- | tianity itself. 
tation Evangelism: Its Methods II. The Voice of Worldliness Says 
and Resuits, with a toreword by No More Great Revivala 


Methodist Bishop Edwin H. 
; é All the best and most fruitful 
Hughes, pioneered a method much evangelists fight sin, and this Is 


used among modernists for in- ; 
creasing church membership by rig 2 Be pt Mgpeine J eg a 
house-to-house visitation, Kerna-| ~. y: 
han says many fine things. It is sible, experienced evangelists and 
evident that he believes in some hee oe cauae Gis ae 
kind of conversion, though he says ibid ; 
that “every child on earth is a poy a sys nig rg ns 
AP Giger ‘tface and turn from their wicke 
2 cenaigasont a. esi af pence ways (II Chron. 7:14), God cannot 
a en y Pa&°) hear from Heaven and forgive His 
f : people and heal their land. Psalm 
2 ] evan- 4 oa ai 
aoe en Prete Cuan: | 85:8 says, “It I regard iniquity 
sare of mass evangelism, is re- in my heart, the Lord will not hear 
actionary in his theological out- oe ce Fase Ses ae 
look. Oftentimes he is eccentric, for the convicting and savin of 
and his eccentricities are exag- sinners except as they Pay 
gerated for publicity purposes. Oi- fmanke thoir eine So ib ie tho 
tentimes he is a past master in the| 3... ely-appointed methead i 
creating and directing of a dan- 
gerous mob psychology. Often the yas — bres ng 7 witha: 
20ple who are won by this meth- aout tides at re. oe 
te i eoder 4 a “certain Uheolo. preach to Christians on their sins, 
gical interpretation of the Bible, wie failures, and their worldly 


which is mechanical and out of Likewise, in preaching to the un- 


date.” 
saved, one soon finds that it is 
ce som ee | impossible, to get sinners convic- 


ted of their sins and bring them 

to repentance without making 

them conscious of their lost estate. 
(Continued on page 5) 
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hundreds of students of Chris- 
tian Writers Institute are sell 
ing well-written stories and 
articles to these publications. 


Study at home in your spare 
rime. “gee the gabe yan 
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TIPS, publication free with : a nse 
each course, lists markets and COMPAEte 1N- 
and tells how to slant ma- formation. No ob- 
terials for individual maga- /igation. 
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“We have been driven to at- 

tempt a new method because we 
are in a new day of evangelism. 
Mass evangelism has very largely. 
served its day and is gone, or is 
going.” 
Modernists, those who believe 
that the evangelist in a ‘“cam- 
paign of mass evangelism, is re- 
actionary in his theological oul- 
look,” and that the converts of 
revivals are thus often “won to 
a certain theological interpretation 
of the Bible, which is mechanical 
and out of date,” naturally be- 
lieve that “mass evangelism has 
very largely served its day and 
is gone, or is going.’’ God forgive 
all the fundamentalists who join 
in this modernist propaganda a- 
gainst old-time revivals. 
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Who Says No More Revivals? 


(Continued from page 4) 


It is true that one is not saved 
by keeping the law, but “the law 
was our schoolmaster to bring us 
unto Ohrist” (Gal. 3:24). When 
preachers condemn sin and preach 
on the wages of sin and show how 
God hates sin, how God will judge 
and punish sin, the Spirit of the 
Lord can bring sinners to see their 
need of a Saviour. 

A young evangelist preaching 
in his third revival and seeing 
drunkards and other hardened sin- 
ners wonderfully saved, told me 
with great joy, “I have found out 
that if I can get people lost enough 
I can get them saved!” Of course 
he meant that if he could get 
sinners to know how far they 
are from God, how terribly wicked 
their hearts, how fearful their 
ultimate fate if they do not repent, 
he can get many of them to flee 
to Christ for refuge and trust Him 
for mercy. 

With this in mind, the reader 
should remember the great moral 
revolution brought about by the 
evangelical revival under Wesley’s 
leadership in England. The great 
book, This Freedom Whence, by 
J. Wesley Bready (American Tract 
Society) gives documented proof 
that prison reform, the Sunday 
School movement, the end of the 
slave trade and an enormous rais- 
ing of moral] standards throughout 


England and America were all 
largely brought about by the in- 
fluence of this revival and such 
preaching as that of John Wesley 
and Whitefield. Older people in 
America remember that the 
preaching of Billy Sunday and of 
other evangelists like him had 
more to do with the bringing of 
prohibition in America and a mor- 
al revulsion against drinking than 
any other single factor. When the 
churches in America turned their 
backs on mass evangelism, they 
lost the prohibition cause, Stu- 
dents of revival will remember 
how plainly and powerfully Finney 
preached against every kind of sin 
—from profanity and secret or- 
ders, to vanity in dress. Sermons 
of D. L. Moody on sowing and 
reaping and _ kindred subjects 
brought tremendous conviction. 
He preached against slavery, a- 
gairist drink, against secret so- 
cieties, He preached restitution 
and repentance. 

So honest, Bible-preaching evan- 
gelists today speak out boldly a- 
gainst the moral rot in the movies, 
against increasing drunkenness, 
against divorce, against the lewd- 
ness of the dance and the loose- 
ness and immorality of necking 
and petting among modern young 
people. Such preaching is unpopu- 
lar with worldly people. 


They Solve Problems! 


Here is a group of pamphlets which answer honest ques- 
tions with facts and Scriptures. They are written in a kindly 
vein. They give the facts which are convincing to young and 
old. They actually represent an intelligent and spiritual 
Christian position which can be maintained. 


What Is Wrong With 
the Movies? 


This much-used book by Evangelist John 
~ R. Rice contains 10 chapters, as follows: The 
Power of the Movies: What | Will Prove: 
Why f Quit; Movies Are Made by Sinful, 
Wicked People, Unfit to Be Examples; Greed 
and Notoriety—Sinful Motives of the Movies 
—Revea) Their Wickedness; What Movies 
Are About: Films Dea! Principally in Sex, 
Crime, and Impure Love Themes; The Movies 
Encourage Crime, Endorse Sin, Teach Lust; 
Physica), Nervous, and Menta) Results Caus- 
ed by Movies; Movies Proved a Schoo! for 
Crimet Actually Produce Criminals; Movies 
Break Down Virtue, Inflame Lust, Definitely 
Cause Sex Delinquency; Spiritual Results of 


the Movies; What Should You Do About 

the Movies? 117 Pages ........-- 6Oc 
® @ ®@ 

What Is Wrong With 

the Dance? 


First given as an address in the big 
brick tabernacle of what is now the Gali- 
lean Baptist Church in Dallas, Texas, Dr. 
Rice later odded to the message and pub- 
lished it in this form. It shows that the 
modern dance is the mother of lust, the 
sister of drunkenness, lewdness and murder 
and a road to Hell. It is in pungent, collo- 
quial language, unrevised. 45 Pages 356 


© @ ® 
Lodges Examined by the Bible 


Dr. Rice himself joined the Masonic lodge 
with honest, good intentions. Here he tells 
how he came to see the sin of being yoked 
up with unkelievers, the sin of taking the 
bloody oaths of the lodge. With ten years 
of study he ha; uncovered for us the false 
religion of the lodge which teaches salva- 
tion by works and character instead of by 
the blood of Christ. He gives the testimony 
of mighty men of the pa:t, as to why 
Christians should not belong to secret orders. 
Here is an amazing wea'th of facts. The 
book is written with such restraint, with 
such scriptura) proof, with such spiritual 
understanding that it is fast becoming a 
classic. Here are included many little-known 
facts about the lodjes, the oath, the doc- 
trines, the work of the lodges. 

80 Pages 


What’s Wrong With 
Gambling? 


A new pamphlet by Evangelist James V. 
tam>. It reveals the enormous wa:te of 
gambling oa; carried on in the United 
States, how gambling has been opposed by 
the greatest minds of the ages, how it 
breaks down mora’s, is a form of thieving 
and is economic and mora) disaster for the 
individva] and the State. These facts are 
very strong, the language is Christian. The 
book is very he!pful. 62 Pajes ..35c 


Speaking With Tongues 


These 79 payes are taken from the big 
book, THE POWER OF PENTECOST. It deals 
very kindly with the question of speaking 


RUSH COUPON NOW! 


in tongues under the following heads: My 
Personal Testimony; What Speaking with 
Tongues Meant in the Bible; Speaking in 
Tongues Is Not the Bible Evidence of the 
Baptism of the Holy Spirit; A Tongues Heresy 
in Bible Times; The Proper Attitude for All 


Toward Speaking in Tongues. Dr. Rice does 


not oppose the fullness of the Spirit but | 
rather encourajes it. He shows from the 
Bible that speaking in tongues was never 
intended as the evidence of the fullness 
of the Spirit. This book leads to better fel- | 
lowship and to a clear understanding of | 
the Bible teaching on this question. By 
all means get it. 79 Pages ...... 35¢c 


The Seven Secrets of a Happy, 
Prosperous Christian Life 


Here Dr. Rice shows how the assurance 
of salvation, baptism, church membership, 
regular reading and use of the Word of 
God, a deeply serious prayer life with the 
regular habits and definite, pérsistent pray- 
ing, joyful, systematic, proportionate giving 
and earnest soul winning, are the seven 
secrets of a happy and prosperous Christian 
life. This book will transform lives, It 
should be given to all new converts. 64 


PGOE: Ne edSisusenctcsesvascascan 35c 
® @ ®@ 


Bible Facts About Heaven 


Here is a beautiful gift book. Sixty-four 
pajes printed in blue ink, with a shining, 
sparkling crystallon cover that will make 
it a festive and treasured gift. Here is de- 
votional reading at its best. Here is Bible 
teaching reverent and scholarly. Here is 
comfort for the bereaved. Here is a book 
that makes Heaven rea), makes the death 
of a Christian not fearsome but welcome. 
It has a strong appeal) to the unsaved and 
over 200 write that they have keen won 
to Christ through it. Give it to every be- 
reaved home. A woman writes that she 
came to Christ through this book given 
by the pastor who preached her husband's 
funeral. Have several copies on hand for 
the bereaved, the old, the sick, the troubled. 
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We must not suppose that the 
opposition of worldly people to 
mass evangelism is always in- 
sincere. People who rationalize and 
excuse their worldly living or who 
defend the worldliness of others 
come to dread the division, the 
sensation produced by such 
preaching. They fear that worldly 
people will be driven from the 
church, that the income of pas- 
tors will diminish, that pastors 
and churches will thus lose the 
favor of influential people. Such 
opposition may be sincere but we 
must face it for what it is—the 
voice of worldliness, the voice of 
unsurrendered, unconsecrated peo- 
ple. 

One should note that many who 
oppose mass evangelism and speak 
against evangelists and feel that 
the methods of mass evangelism 
are out of date, are fundamental- 
ists. Some preachers who believe 
the Bible and all its principal doc- 
trines are not willing to take the 
costly stand for holy living which 
great revivals demand. 

I was called to a church for 
revival services. The pastor seem- 
ed to be orthodox in doctrinal 
position. He had from time to 
time called in well-used evange- 
lists each year, obviously because 
of the new converts added to his 
church through revival efforts. But 
he went privately among his peo- 
ple to minimize my plain preach- 
ing against worldliness and sin. 
When I talked to him about it, I 
found that he himself attended 
lewd picture shows and did not 
teach Christians to live a separa- 
ted or consecrated life. 


But some Christians who are 
willing themselves to avoid worldly 
amusements and habits are yet 
unwilling to have worldliness re- 
buked in the pulpit. Plain preach- 
ing may alienate some of the best 
paying members. Many pastors 
do not have the courage to face 
the scorn of leaders in secular edu- 
cation, the newspapers and social 
leaders. 

In a large, historic Eastern 
church, fundamental in doctrine, 


the Deacons’ board was largely 
dominated by members of the 
Masonic fraternity. Obviously, for 
the popular pastor to attack this 
evil would bring serious opposi- 
tion; so he did not do it. Later he 
resigned the church to go into 
“evangelistic and Bible conference 
work,” and in his public announce- 
ment he assured the public that 
he would preach only “a positive 
gospel,” by which he evidently 
meant that he would not denounce 
sin. It was not surprising that 
he had little results in his evan- 
gelistic campaigns and soon accep- 
ted another pastorate. This man 
is a good man. He believes the 
Bible; he loves Jesus Christ and 
wants to see people ‘saved. But 
he would be against old-time evan- 
gelism with its preaching on sin, 
its mighty call to repentance, its 
rebuke of the world and the re- 
proach of Christ which falls on 
Christians who are true to Christ 
in great revivals. 

Many a born-again Christian 
does not want any preaching that 
will offend his picture-show-going, 
cigarette-smoking, dancing son or 
daughter and his worldly neigh- 
bor. 
Almost always such people say 
that such revivals are out of date. 
They rationalize their own cowar- 
dice and in contrast say evangel- 
ists are sensational and uncouth. 

One of the voices of defeat, 
which savs, no more great revi- 
vals, is the voice of worldliness. 


Ill, Spiritual Backsliding Opposes 
and Discredits Revival 


Related to the voice of worldli- 
ness, yet distinct, is the voice of 
backsliding. I mean that many 
people are indifferent to revivals 
and do not believe revivals are 
possible simply because they are 
spiritually’ backslidden. 

Some truly born-again Chris- 
tians do not have faith that God 
really answers prayer. They do 
not have any deep confidence in 
the power of the Word of God to 
convict and save sinners as preach- 
ed by Spirit-filled men. They do 


Sometime ago a man who is 
connected with another institu- 
tion called on me and said, “Dr. 
Jones, I would like to know how 
you and your son, Dr. Bob Jones, 
Jr., Manage to raise so much 
money. You really must be good 
money raisers. We need some 

* money for our school, and I 
thought we might follow your 
technique and get some money 
for our institution.” I told this 
man that I have never been a 
money raiser and I have given 
very little thought in my life 
to any method of raising funds, 
even for a good cause. I have 
been before the American pub- 
lic as a preacher of the Gos- 
pel for many years and the 
only technique I know is to 
tell God’s people the facts. I 
have found that most of God’s 
people want to invest money in 
God’s work so the money will 
bring good returns. We, there- 
fore, tell them about Bob Jones 
University, its unparalleled 
growth, its definite Christian 
emphasis; and we tell them that 
we have students from practi- 
cally all over the world and that 
this year we have approximate- 
ly eleven hundred young men 
preparing for the ministry and 
that all of these ministers will 
go out, not only well trained 
and sound in faith, but definite- 
ly evangelistic. They will all be 
soul winners. We tell them 
about the great work our gradu- 
ates are doing and about the 
large number that are training 
now for foreign mission work. 
We just give God’s people the 
ey and leave it to God’s peo- 
ple. 

I have said many times to 
you friends that I learned long 
ago not to try to sell a program 
but just set up a program and 
let the people who have an af- 
finity for it gravitate to it. Now, 
I want you good, old-time, or- 
thodox Christians to read care- 
fully these words: Bob Jones 
University is orthodox. It is 
evangelistic. It puts tremendous 
emphasis upon soul winning. It 
does not apologize anywhere to 
anybody for the fact that. in all 
things it endeavors to give the 
Lord Jesus Christ the pre-emi- 
nence. The academic standards 
of Bob Jones University in 
the fields of its emphasis are 
just as high as those of any 
other school in this country. 


Dr. Bob Jones Says: 


All of our teachers are well 
trained in the fields in which 
they are teaching, and We real- 
ly have some great scholars. 
We, however, do not “strut” 
this. We “strut” the Gospel and 
soul winning. We tell our stu- 
dents that if an intellectual ap- 
proach should put out the fire 
of evangelism in the hearts of 
the students, then Bob Jones 
University would fail in what it 
is endeavoring to do. Now, we 
know that you Christian peo- 
ple want to see people saved 
and are, therefore, in the depths 
of your hearts interested in the 
work Bob Jones University is 
doing. So we are earnestly ap- 
pedaling to you to make a fi- 
nancial contribution to our Stu- 
dent Loan Endowment Fund. 
You Christian people can make 
some contribution. We hope you 
will do the best you can, but 
please do something. We want 
to reach the goal we have set 
for this school] year, and we are 
not going to reach it unless you 
folks who have been putting off 
helping us come across and help 
us; and you folks who have al- 
ready helped us will have to 
help us some more. We sin- 
cerely hope you will help us 
between now and Christmas. 
So, how about sending a con- 
tributicn as soon as you read 
this article? 

Here is another thing: We are 
earnestly asking all Christian 
people—and we really mean this 
with all of our hearts — to 
please. pray for us. We need 
prayer more than we need any- 
thing else. These are trying 
days, and the devil always 
makes a subtle and very malici- 
ous attack on an institution that 
stands for the things for which 
Bob Jones University stands. 
The school is in the best condi- 
tion spiritually and every other 
way this year it ever has been, 
and we attribute this to the 
fact that we have been putting 
a stronger emphasis than ever 
before on prayer, self-control, 
and soul winning. God has been 
so good to us. He has given us 
so many good and understand- 
ing friends. and We thank Him 
for this every day. We will be 
expecting to hear from you. 
Thank you and God bless you. 


BOB JONES, FOUNDER 
BOB JONES UNIVERSITY 
GREENVILLE, S. C. 
(Advertisement) 


not pray for revival with any 
enthusiasm because spiritually 
their faith has grown cold and 
small. This is the voice of spirit- 
ual backsliding. Many Christians, 
truly born again, have found their 
love for Christ has grown cold. 
Such Christians have no deep com- 
passion for lost sinners, no holy 
urge in their hearts to win people 
to Christ. The thought that there 
can be no more great revivals 
comes naturally to one who does 
not much care about revival. 
There are obviously so many dif- 
ficulties and so many problems 
in connection with a great revival 
that one who is spiritually back- 
slidden and cold in heart does not 
want to believe the Bible. 


Such Christians have often 
grown to neglect secret prayer be- 
cause they find no real joy in 
talking to God and have no deep 
burden for His help. Often: they 
do not enjoy the Bible, and many 
who claimed to have been conver- 
ted never seriously read the Bible 
to find out the will of God. These 
Christians with cold hearts, with 
no mind for prayer and no time 
for the Bible, are not prayer-meet- 
ing Christians. They do not de- 
light to hear the Word of God 
preached. Often they do not have 
family worship, or have only a 


perfunctory kind. Backslidden in 


heart, those whose love has grown 
cold and whose devotion to Christ 
has wavered, do not long for great 
revivals and often do not believe 
in them. 

And if backsliders do not want 
revivals, then the converse natur- 
ally suggested is that one who does 
not want revivals is backslidden 
in heart. 


The Christian who is defeated a- 
bout other matters would be de- 
feated about revivals, too. In his 
unbelief, in his lack of compassion, 
in his lack of intimate touch with 
Christ, those spiritually backslid- 
den despair of seeing great re- 
vivals again. This voice of de- 
feat comes from a defeated life 
and a defeated heart. 


IV. Jealous Christian Workers 
Often Consciously or Uncon- 
sciously Oppose and 
Fear Revivals 
One of the voices which cries out 
that the old-time revivals are out 
of date, that new methods must 
be used, is the voice of jealousy. 


(Continued on page 6) 
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Who Says No More Revivals? 


(Continued from page 5) 


God set in the church pastors 
and teachers, as is plainly told in 
Ephesians 4:11. God also gave 
evangelists, but He put the evan- 
gelist before the pastors and 
teachers! 

“And he gave some, apostles; 
and some, prophets; and some, 
evangelists; and some, pastors and 
teachers.” 

Just as apostles and prophets 
are placed. before evangelists, so 
evangelists are placed before pas- 
tors and teachers in this divinely- 
inspired order. Evangelists are 
called of God and ordained of God 
to win more souls than pastors 
and ofttimes to have larger 
crowds, have more influence with 
Christians, gain a better hearing 
from outsiders and perhaps receive 
better remunerations than many 
pastors. 

Now Christian workers are only 
human beings. As Demetrius was 
jealous of John the Beloved, as 
enemies of Paul preached the gos- 
pel from envy, We may expect the 
same spirit sometimes to appear 
today. In Christian colleges in- 
structors are sometimes envious of 
full professors, and heads of de- 
partments are often jealous of the 
powers of the college president. 
Assistant pastors often seek to 
compete with the pastors in the 
affections and leadership of peo- 
ple in the church, and the or- 
ganist is frequently jealous of the 
choir leader. So, many a pastor, 
when he sees the evangelist 
preaching to larger crowds, 
preaching with greater boldness, 
seeing more converts than he him- 
self has seen, often finds it dif- 
ficult not to envy the evangelist. 

Pastors have often criticised 
evangelists as being sensational 
when actually they regretted they 
could not be as bold and preach 
to as large crowds as the evangel- 
ist. A pastor has often criticised 
an evangelist as being a money- 
grabber when actually the evan- 
gelist put far less stress on fi- 
nancial remuneration than the 
same pastor. Pastors usually will 
not accept a pastorate without a 
definitely-promised salary, and 
often haggle for a free parsonage 


. and a paid vacation. I have known 


a number of ministers to refuse 
a call to a pastorate because they 
said the salary promised was not 
adequate. Yet I have never known 
a reputable evangelist to set a 
price on his service, or ask a 
minimum guarantee, I have known 
a number of well-known Bible 


- teachers to do so. The reason 


such pastors criticise an evangel- 
ist is not because the evangelist 
asks for more money but because 
he sometimes gets more! For the 
very same reason, poorly-paid pas- 
tors criticise well-paid pastors. 
That is simply old human nature 
playing a familar part. 
Denominational leaders are of- 
ten jealous of the influence of 
evangelists. Pastors are in position 
to raise money for the denomina- 
tions—evangelists usually are not. 
Pastors will usually cooperate 
more fully with the denominations 
than will evangelists. Pastors of- 
ten have annuity or life insur- 
ance at stake, and often expect 
to need the recommendation of the 
denominational secretary or the 
good will of the bishop, while 
evangelists are usually indepen- 
dent in such matters. Evangelists 
are usually not made trustees of 
denominational colleges or semin- 
This jealousy and natural anti- 
pathy of pastors and other Chris- 
tian workers toward evangelists 
who get bigger crowds is natural, 
but it is carnal, not spiritual. 
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A great church asked me to 
come for revival services. The 
pastor said, ‘‘We always pay Bible 
teachers $100 a week and evan- 
gelists $150.a week. Will that be 
satisfactory?” I replied that any 
amount the church set would be 
abundantly satisfactory, that I 
would not be a party to any agree- 
ment whatever on the salary mat- 
ter except that it was to be left 
to the pastor and church since 
I never made any demands. 

After a blessed revival, with the 
church auditorium packed out 
night after night and with many 
saved, including prominent busi- 
ness men, the church paid me 
considerably more than the $150 
a week intended. A short time 
before, the church had had a well- 
known and beloved Bible teacher 
and had paid him $100 a week. 
He had spoken to not more than 
a third as many people per night, 
I suppose, and I could well see the 
viewpoint of the church which 
was willing to pay more for larger 
crowds, more souls saved and 
greater blessing. But I can ima- 
gine how that Bible teacher would 
feel about evangelists! And the 
thoughtful reader will see why 
Bible teachers have complained 
that evangelists are sensational, 
that they play on people’s emo- 
tions, and that they harshly con- 
demn sin. Such people criticise 
evangelists, not because evangel- 
ists are wrong, but because they 
are right. Men who do not win 
souls criticize those who do. Men 
who have small crowds criticize 
those who have large crowds. 

I can see how a defeated man, 
resenting the crowds, or the popu- 
larity, or the income of some 
greatly-used evangelist can come 
to believe that all such evangelism 
is out of date and that it would 
be better to win souls in the Sun- 
day school, in child evangelism, in 
Youth for Christ, without great 
mass revivals led by evangelists. 

One of the defeated voices 
which despair of revival is the 
voice of jealousy among Christian 
workers. 


V. Ultradispensationalism Is a 
Voice of Defeat Des- 
pairing of Revival 


There are some Christians who 
over-emphasize the dispensational 
teaching in the Bible. Of course 
there is a dispensational difference 
between the old covenant and the 
new covenant, between the cere- 
monial law and the gospel. But 
ultradispensational people say that 
the Acts of the Apostles is a rec- 
ord of a transition period and 
that the Christianity of the book 
of Acts is not to be a pattern for 
present-day Christianity. Such 
people sometimes say that the Ser- 
mon on the Mount was for Jews 
only, not for us, and that even 
the Lord’s Supper is “a kingdom 
prayer’ not suitable for us. They 
say that the miracles, power and 
gifts manifested among Christians 
in the book of Acts are now out 
of date. Such people usually say 
that the only “baptism of the 
Spirit” there is now is what one 
receives at conversion. These ul- 
tradispensationalists say that we 
are in the last days, that the Sav- 
iour must come very soon. They 
say that “the great apostasy” is 
on so that a great revival is im- 
possible, 
a number of signs prove that from 
the time of the first world war on 
to the present should be called 
“the last days” and that many 
signs indicate the Saviour must 
come at most in a few months or 
years. 

The ultradispensationalists do 
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more to discourage revival than 
many because they are Bible be- 
lievers, not infidels. They are pre- 
millennial, not amillennial. They 
believe in the verbal inspiration 
of the Bible and believe it literally 
true. These ultradispensationalists 
are usually followers of John Nel- 
son Darby, one of. the founders 
of the Plymouth Brethren move- 
ment. They have had tremendous 
influence in the notes of the Sco- 
field Bible; they have infiltrated 
the Bible institutes built by the 
evangelists, and substituted their 
own pet doctrines for the teaching 
of Moody, Torrey, Spurgeon and 
Finney on the fullness of the 
Spirit. 

The ultradispensationalists gen- 
erally say that no more great 
revivals are likely, that it is much 
harder to win souls than before 
because of the great apostasy 
which, they say, now marks the 
closing days of the age. 

This teaching is subtle, it is 
respectable, but it is deadly in its 
effect on evangelism. 

Ultradispensationalists have not 
turned out a single great evangel- 
ist. They turn out many Bible 
teachers. 

Typical of that teaching is the 
book called True Evangelism by 
Lewis Sperry Chafer, which calls 
evangelists “‘false forces in evan- 
gelism,” which says that ‘a ‘re- 
vival’ is abnormal rather than 
normal,” and not to be “a sanc- 
tioned method of work” (p.7). He 
says that evangelists place “false 
or undue émphasis on methods” 
by demanding “some public action 
in connection with conversion, such 
as standing or going forward in 
a meeting.” He especially. opposes 
sending “‘out workers to plead with 
individuals in a miscellaneous con- 
gregation,” and desires evangelists 
not to preach on sin, 

Many ultradispensationalists ac- 
cuse every evangelist who works 


with churches of any denomination 
but Plymouth Brethren of compro- 
mising. 

Many kindly, good Christian peo- 
ple, influenced by ultradispensa- 
tionalists, feel that it is hopeless 
to expect revival. They are de- 
feated. They feel so critical of 
worldly people that they cannot 
help them; so critical of evangel- 
ists that they do not trust them. 
Such people have a tendency to 
enjoy technical study of the Bible 
more than soul winning, to be 
more interested theoretically in 
Jewish missions than in great city- 
wide campaigns, though only a 
handful of Jews are saved each 
year in all the Jewish missions in 
America and frequently one single 
city-wide campaign will show more 
converts than all the Jewish mis- 
sions in America will show in a 
year. 

Another full chapter will be giv- 
en to show from Bible prophecy 
that great revivals are yet to 
come and that this ultradispensa- 
tional viewpoint about revivals is 
utterly unscriptural. But here let 
us mark this ultradispensational 
voice for what it is—the voice of 
defeat, the voice of failing Chris- 
tians. The doctrine of the ultra- 
dispensationalists is heresy. The 
attitude of criticism and division 
is sinful. It discourages revival, 
it brings reproach on premillen- 
nial truth. It puts out the fires 
of soul winning. 

Let us make a clear distinction 
between the premillennial doc- 
trinal position and ultradispensa- 
tionalism. I am a premillennial- 
ist, which simply means that I be- 
lieve Jesus may come at any time, 
just as He promised, and certain- 
ly must come before there can be 
any millennium on this earth. That 
is, I take the Bible literally and 
believe that the same Jesus who 
went away shall so come in like 
manner as the disciples saw Him 
ascend into Heaven, and in accord- 
ance with the plain promise of the 
angels who stood by (Acts 1:11). 
Premillennialists simply take the 
Bible at face value when it teaches 
that the Lord Jesus Christ Him- 
self will one day return for His 
own, raise the Christian dead, 
change the Christians who are a- 
live and take us with Him to 
Heaven, then a little later will 
reign literally on the earth. It 
happens that evangelists generally 
take the Bible literally and so 
nearly all the great soul winners 
have been premillennial in faith. 
Spurgeon, Moody, Torrey, Chap- 
man, Billy Sunday were all pre- 
millenial. As far as I know, all 
the widely-used interdenomina- 
tional evangelists in America to- 
day are premillenial in doctrine; 
that is, they believe that the Sav- 
iour may come at any moment, 
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just as He said. But to set dates or 
years for the Saviour’s return, to 
say that we cannot take the ex- 
amples of the New Testament as 
our pattern in soul winning, to say 
that Christians should never pray 
for the power of the Holy Spirit 
and that the times themselves for- 
bid revival, is a voice of defeat, the 
voice of a false dispensationalism. 

You hear the cry of defeated 
voices which despair of revival. 
Some of these do not want re- 
vival. Those who wish to have 
revival do not have the faith for 
it, perhaps are unwilling to pay 
the price for it. They are the 
voices of modern unbelief, liberal- 
ism; of worldliness; of spiritual 
backsliding; of jealousy among 
Christian workers; the voice of ul- 
tradispensationalists whose wrong 
interpretation of the Bible makes 
them believe great revivals are 
now unlikely, if not impossible. 
Say what you will—these voices 
are voices of defeat, not of faith, 
not of victory. Their spirit is not 
the spirit of the Acts of the Apos- 
tles, not the spirit of the Apos- 
tle Paul. Their spirit is not true 
to the promises of Christ, nor to 
the implications and obligations 
of the Great Commission. Defeat- 
ed Christians are not Spirit-filled 
Christians, are not faith-filled 
Christians, are not Christians in 
the glory and power and joy of 
the Lord. We must not believe 
these defeated voices. ‘They are 
wrong! And in succeeding lectures 
we earnestly hope to show that 
we ought to have now and can 
have now, if Christians will meet 
God’s requirements, as great re- 
vivals as ever blessed this earth. 


(Part of Chapter I of ‘new book 
by Dr. John R. Rice, We Can Have 
Revival Now. First annual series 
of lectures on revival at Bob Jones 
University, delivered February, 
1950. This large epoch-making 
book of 201 pages now available. 
Price, $2.) 
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their testimonies with their heart’s 
blood. Many suffered and _ sacri- 
ficed to the limit for the Son of 
God, sealing their burning testi- 
monies with their last full mea- 
sure of devotion. These are fac- 
tual things, my brethren. Their 
assurance cannot be _ escaped. 
Their testimonies cannot be avoid- 
ed. Generations of men will not 
continually keep on dying for a 
lie. Beings with lives clean and 
true beyond any reproach will not 
keep on believing a myth, a fairy 
tale. A mighty civilization will not 
be built on a fantasy, on a will- 
o-the-wisp, on a pot of gold at the 
end of some nebulous rainbow. 
There is authentic reality, truth, 
guaranteed fact here. There is 
something to believe, something to 
hang on to, something to stand 
and build upon. 

There is a society in America 
called The American Association 
for the Advancement of Atheism 
which says to us that Thomas 
Jefferson was not a Christian, that 
Abraham Lincoln was not a Chris- 
tian. What are you going to do 
with this? There is published right 
now, it was published three or 
four years ago, a book called 
Thomas Jefferson’s Bible, taken 
from the notes that Jefferson him- 
self made as he copied verses, 
chapters out of God’s Holy Word. 
What are you going to do with 
the fact that before the Battle of 
Gettysburg, Abraham Lincoln, who 
according to these atheists, was 
not Christian, spent all night long 
with Bishop Simpson, in prayer. 
The next day the Union Army 
won against the Confederacy, at 
least in the next three days, of 
that three day long battle of 
Gettysburg. I believe I have the 
right to stand before you tonight 
and expect you to accept the au- 
thority of God’s Word and the au- 
thenticity of it, delivered by God’s 
Son. These things were not done 
in a corner. They happened before 
the eyes of a mad, critical world. 
Had they been so they would have 
been exploded as lies a long time 
ago. 

There is further the adaptabili- 
ty of this preaching. They say that 


Shakespeare has been translated 
into more languages than any 
other book, except the Bible and 
Pilgrim’s Progress, but I say to 
you, my friends, that the China- 
man cannot really understand 
Shakespeare. I will say something 
else to you. Unless we study Eng- 
lish history, unless we have some 
knowledge of the background of 
Shakespeare’s day, some of his 
writings are not too clear to you, 
or to me. So it is with almost 
every other writer of every other 
country. Explain the Battle of 
Waterloo out of Les Miserables 
to a Hindu who has never heard 
of Napoleon. 

Now take this Holy Book. Teach 
a Chinaman how to read it; teach 
a Korean how to read it; teach a 
Brazilian how to read it; teach an 
Eskimo how to read it; teach a 
Frenchman how to read it; teach 
a Hottentot how to read it; teach 
an Australian bushman how to 
read it. They will each find every- 
thing that they need for the soul’s 
sustenance in this Book. There is 
no other book in the world that is 
as adaptable to the needs of the 
human soul as this blessed Bible, 
the Son of God revealed to us in 
its pages. 

You remember the story, that 
has become a classic, of the mis- 
sionary preaching in Chinese to 
a group of China folks. One day 
a Mandarin came to see him to 
say, “Who has been telling you 
about me? You have been preach- 
ing about me and I don’t want 
you to do it. You’ll expose me to 
my people.” He wouldn’t believe 
that the missionary did not know 
a thing about him. He had been 
mirrored in the page of The Book, 
and as the missionary declared 
the Word of God, the man found 
his sins rising up before him. 

My last word in this connection 
is not only the authority of the 
preaching, not only the authenti- 
city of the preaching, not only the 
adaptability of the preaching, but 
also the availability of the preach- 
ing. 

Oh, I sat in the office of a 
preacher the other day who hap- 
pens to be wealthy, in his own 
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right. He was telling another 
preacher who was with me, who 
was not feeling well, that what 
this other man needed was to take 
a couple of weeks off, go to this 
or that retreat, to some resort in 
the Ozarks, in Arkansas, to go 
through a series of baths. ‘The 
man looked at him and _ said, 
“Preacher, I don’t have any 
money. I can’t take that much 
time off. I can’t spend that much 
money.” But the Christ cure, the 
cure for our sins, the cure for our 
souls, the satisfaction for our 
hearts and lives, is available to 
every one of us on the free terms 
of the gospel. This the preaching 
of Almighty God through His Son 
offers us. Jesus Christ presses this 
heavenly cure upon our souls. It 
is the sum and substance of His 
mighty ministry. 

There is the preaching—the au- 
thority of it, the authenticity of 
it, the adaptability of it, the avail- 
ability of it. But preaching is not 


enough. It is_ definitely not 
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enough. If the Lord Jesus Christ 
had preached a thousand Sermons 
on the Mount; if the Lord Jesus 
Christ had said to us an hundred 
thousand times, “Seek ye first the 
kingdom of God, and his right- 
eousness; and all these things 
shall be added unto you”; if He 
had done nothing about it, it 
would not have done us a bit of 
good. If the blessed Book had 
said to us, not once but a hun- 
dred times, “Be ye holy, even as 
your heavenly Father is holy,” 
what good would it do us? We 
cannot be holy. It is impossible! 
It is beyond our strength! It is 
beyond our ability! We cannot 
resist the Devil! We cannot re- 
sist the flesh, the world! It is not 
enough for Jesus Christ to preach 
to us. 

No, I speak reverently. It is 
not enough for the Lord Jesus 
Christ to have declared the migh- 
ty counsels of God. It is not 
enough to give us the Bible. I say 
to you tonight, my beloved friends, 
that the Bible, the Christ, Chris- 
tianity, would be a tantalizing, 
burning, bitter, blazing mockery 
if there Were no more to it. 


II. Purging 
But, thank God, we have here 


another statement, the purging. 
When He had purged us, “when 
he had by himself purged our 
sins!” Purging means more than 
cleansing. It means purifying in- 
Side and outside. If you do not 
believe me,. ask any doctor. He 
will tell you that. Ask any ve- 
terinary. He will tell you that. 
Ask any dentist, or any surgeon. 
He will tell you that. 

The Lord Jesus Christ had to 
do more than forgive our sins. 
He had to do more than cleanse 
us from our transgressions. He 
had to do more than blot out our 
iniquities. He had to turn us in- 
side out. He had to give us some- 
thing from the outside that would 
strengthen us, that would give us 
the power to live as God wants 
us to live. It is all included in that 
word “purging.” 

I am offering it to you tonight. 
I am lifting the holy standard of 
Christianity; I am not saying to 
you tonight that you have to be 
clean, attack sin, and resist the 
Devil, then finish, “All right, walk 
out on Legion Drive and do it!” I 
am saying to you tonight, ‘Come 
to Jesus and He will do it in you, 
if you will give Him a chance.” 
Come to Jesus and He will do it 
through you! He will do it for 
you. 

Consider, then, that purging. 
First of all, there is the means of 
it, the blood of the Lord Jesus 
Christ. We have the holy shed 
blood for the forgiveness of our 
sins, for the remission of our sins, 
for the redemption of our souls. 
That must be the beginning. God 
must be satisfied. The law, the 
justice, the holiness, the righteous- 
ness of God must be contented. 
The sword of God’s justice must 
sheathe itself in a victim. On Cal- 
vary’s cross, in the agony, in the 
shame of His lonely heartache and 
heartbreak, the matchless Son of 
God purged us with His own blood 
unto the redemption of our souls, 
unto the remission of our sins. 

What about the method? Again 
I say, it is not enough to forgive 
our sins. It is not enough to clean 
us up on the outside. It is not 
enough to make us right with 
God. We must be kept right with 
God. The second thing in this 
purging therefore, is not only the 
means, but the method. The 
method is the néw birth. “Except 
a man be born again, except a 
man be born of water and of the 
Spirit .. . ye must be born again. 
Except ye be converted and be- 
come as a little child, ye shall in 
no wise enter the kingdom of 
heaven.” 

There must be a change of 
heart. There must be a work of 
grace on the inside of us. That 
work of grace is performed by 
God’s Holy Spirit. You need the 
new birth. You are lost without 
it! You are doomed without it! 
You are helpless, powerless, hope- 
less, undone without it. You need 
the new birth! Church member, 
non-church member, Baptist, 
Methodist, Presbyterian, what- 
ever you may be, Jew or Gentile, 
you need the new birth. You need 
it more than you need the breath 
that you draw into your nostrils, 


‘|!more than the blood that races in 


your veins. The preacher was right 
who said that the greatest tragedy 
in all the world is to be born with- 
out being born again. The great- 


est, the most terrible tragedy that 
can come into your life is to come 
into the world and go out of it 
without being born again. 

Further, may we have a word 
of the motive. What about the mo- 
tive? What about the motive for 
the purging? Why all this ec- 
stasy of agony? Why all this con- 
cern of God? Why this sacrificial, 
atoning death of His only begot- 
ten Son? There are two things 
involved in this motive. First, 
there was our bitter need. God 
saw it. God knew it. God recog- 
nized it. God believed it. God real- 
ized it. God saw that we were on 
the brink of Hell, that our sins 
were dragging us down to destruc- 
tion. God saw that We were no 
match for sin and Satan. God 
saw that in our poor sinful selves 
We were utterly, absolutely, un- 
qualifiedly helpless. Our need, our 
desperate bitter need, our need! 

I told a story in Springfield, 
Massachusetts. A boy had been 
called in from his play. His little 
sister had fallen off the porch on 
some glass, had broken some bot- 
tles. The glass cut into her flesh. 
By the time she was reached and 
taken indoors, rushed to the hos- 
pital, she was blue pale with the 
loss of blood. It was nip and tuck 
as to whether she would live. A 
blood transfusion was needed 
quickly. The father’s blood was 
typed. No good! They typed the 
mother. No good! They typed the 
boy. The blood was nearer. It was 
almost like the girl’s blood. There 
was nothing else to be done. The 
doctor said, “Son, your little sis- 
ter will die unless you give her 
some of your blood.” 

“How can I give her some of 
my blood?” 

“Son, I’ll make a little hole in 
your arm. I’ll put a tube in there 
and take some of your blood, then 
your sister will live. If you won't 
give it, she will die.” 

The boy, looking at the doctor, 
his lips quivering with fear and 
uncertainty, said, “All right, if my 
little sister needs my blood to 
live, she can have it.” 


He was taken into the operating 
room. He was made ready. The 
sister was already in there. The 
boy looked at her once, then turn- 
ed to watch the doctor. It seemed 
as though he could not bear to 
see the blue paleness of her face. 
Bit by bit his own life’s blood was 
pumped into the body of his tiny 
baby sister. She lost her blue pale 
color. The roses came into her 
cheeks. The boy paled noticeably. 
After a while the doctor stopped. 
He fixed the boy’s arm. 

Looking up at him, the big tears 
trickling down his cheeks, the boy 
said, “Doctor, when am I going 
to die?” 

He had really thought he was 
going to die! He had given his 
blood, his life for his sister. He 
was willing to do it! Our need, 
our need, our desperate need 
drove Jesus Christ to bleed out 
His life on Calvary’s cross. The 
only difference is that He knew, 
He knew from all eternity that He 
was going to die. He knew that 
the anguish of the bitter tree was 
facing Him. He knew He would 
have to stain it with His own 
crimson blood. 

The second part of that motive 
is the love of God. The love of 
God! Beyond the possibility of a 
man, least of all Hyman Appel- 
man, to tell it, beyond the possi- 
bility of a man to describe it, or 
analyze it. The love of God that 
not even Jesus Christ could fully 
tell. Even Jesus Christ had to 
limit Himself by describing it as 
“God so loved the world, that he 
gave his only begotten Son, that 
whosoever believeth in him should 
not perish, but have everlasting 
life.’ Men have tried to paint it, 
to picture it, to prove it, to ana- 
lyze it, to compare it. Synonyms 
have been exhausted. Poetry has 
paid its tribute. The arts have 
made their contributions. The sky, 
the earth, the seas have been 
scoured for illustrations by which 
to limit the fact of God’s match- 
less love. Only the life, the blood, 
the dripping blood of Calvary’s 
cursed cross can even begin to 
depict the message of that gra- 
cious love. 


Ill. Perfecting 
The last word in the text is 
perfecting. It is written that when 
He -had purged us from our sins, 


He sat down at the right hand of. 


the Majesty on high. You under- 
stand what that means. 


(Continued on page 8) 
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Page Eight 


THE SWORD OT THE LORD 


God’s Last Word 


(Continued from page 7) 


First of all, there is the perfect- 
ing of the Saviour, the perfecting 
in His exaltation. ‘‘Wherefore,”’ 
because He loved us, because He 
suffered from us, because He bled 
and died for us, “Wherefore God 
also hath highly exalted him, and 
given him a name which is above 
every name: That at the name of 
Jesus every knee should bow, of 
things in heaven, and things in 
earth, and things under the earth; 
And that every tongue should 
confess that Jesus Christ is Lord 
to the glory of God the Father” 
(Phil. 2:9-11). Yes, He has been 
exalted to the right hand of the 
Majesty on high, and in His own 
good time, the heavens and the 
earth and the denizens even of 
Hell will give their obeisance to 
this Son of God. 

But, not only was He exalted, 
He was also endowed. He, Him- 
self, said “All authority is given 
unto me in heaven and in earth.” 
What could the death of the Lord 
Jesus Christ do for us; what good 
would His resurrection do for us; 
what good would His exaltation 
do for us, unless it could be fol- 
lowed by the assertion, “All pow- 
er is given unto me in heaven and 
in earth’? 

‘Do you know what that means? 
All power—all power. It means 
bread, and butter, and milk at 22c 
a quart, and bacon, and ham, and 
everything else; hamburgers, and 
stews, and neckties, and Christ- 
mas presents, and all things else. 
You think I am exaggerating? 


“ALL authority is given unto 
me in heaven and in earth.” It 
means the healing of our bodies. 
It means the sustaining of us in 
time of sorrow. It means the for- 
giveness of our sins, when we 
come crying to Him with broken 
hearts for mercy. It means walk- 
ing with us through the valley of 
the shadow of death. It means 
representing us at the judgment. 
It means the keeping us out of 
Hell and the receiving us into 
Heaven. 

“All authority is given unto me 
in heaven and in earth.” He 
doesn’t need that authority. He 
never needed it. He is the Son of 
God. It is given to Him to use for 
us, as a stewardship for every one 
of us. The treasures of earth and 
Heaven, of time and eternity, He 
puts to tribute in order to supply 
our needs. Our welfare is His 
chiefest concern. Our needs are 
His needs. Our pains are His pains. 
Our problems are His problems. 
Our sorrows are His sorrows. His 
endowment is our endowment. In 
His exaltation, we will be exalted. 

Not only is there the perfecting 
of the Saviour, but there is also 
the perfecting of the sinner who 
comes to the Lord Jesus Christ. 
First, there is the perfecting of the 
sinner in emancipation. In eman- 
cipation! We are free from the 
hold of sin, the strangle-hold of 
sin. We are free from the tricks, 
the traps, the machinations of Sa- 
tan. We are free in the sense that 
We have divine light. The Holy 
Spirit indwells-us. Our eyes are 
opened. We recognize the god of 
this world. We know him for the 
paltry, base thing that he is. We 
ee that our destiny is eter- 
n 

Oh, my beloved friends, I have 
tested God as have few men who 
have preached to you from the 
pulpit. I have tested Him and He 
has tested me, as He has tested 
few men in this same time. I wish 
I could say I have never failed 
God. I have failed Him again, and 
again, and again, and yet again, 
but He has never failed me! Good 
measure, pressed down, running 
over, pressed into my bosom, of 
the good things of life He has be- 
stowed upon me. It is only when 
I have slipped away from Him, 
when I have turned my back up- 
on Him, when I have refused, or 
neglected, or hesitated foolishly to 
take His power that I have per- 
mitted myself to be shackled by 
the doubts, the fears, the sugges- 
tions of Satan. 

Is it not the same way with all 
of you? Have you not all had the 
same experiences? Are not your 
lives about parallel’ with mine? 
Has not the iron, the gall of bond- 
age entered into your souls? Yet, 
here in Jesus Christ you have all 
and more than all that you need 
to satisfy every worthwhile desire 
of your souls. Why go on with the 
pitiful husks of this world when 


‘without any letter, the father had 


the ambrosia and nectar are of- 
fered to you by the free bounty 
of God. 

Then there is the difficult prob- 
‘em of sin. Oh, the enslaving hold, 
the passion, the power of it! For 
this also there is an answer in 
Jesus Christ. I do not care what 
3in possesses you, what demoniac 
passion controls you. I do not 
care for how long it has per- 
sistently attacked you. You may 
1ave given up the hope of ever 


being free from it. In Jesus Christ | 
there is utter complete emancipa- 
tion “or you. Trust Him for it! 
Believe Him for it! Receive a 
for it! — | 

Listen, and I am done. Some 
years ago, in London, England, 
one dark, miserable night, a hail- | 
ing, raining, snowing night, a des- 
perately cold night, a young man 
was seen walking along the street. 
He strove to cover himself the 
best he could from the elements. 
He had no overcoat. His jacket 
collar was turned up. His hands 
were deep in his pockets. His face 
glistened with the drops of rain. 
His hat dripped water. Coming to 
a corner he turned down a short 
street that ended in a park. He 
seemed to know his way. The 
third house from the corner was 
his destination. For a moment he 
stood crouched up under the 
the street light reaching into his 
pocket to pull out a silvery shin- 
ing latch-key. Quickly he ascended 
the rather wide house steps. In- 
serting the key into the lock he 
slowly, very quietly opened the 
door. He seemed to know his way 
without turning on the lights in 
the hall-way. Noiselessly the man 
walked up the stairway, turned 
to the left around the railing of 
the staircase well. The light from 
the: street was dimly visible as 
he passed one door, a_ second, 
stopping before the third door. 
Almost furtively he pressed open 
the door and stepped inside the 
dark bedroom. Silence reigned 
over all the house. 

Early the next morning an el- 
derly gentleman came out from 
the middle bedroom, _ started 
around the well to walk down the 
stairs. His feet were already on 
the staircase when he thought of 
something. Heavily he walked 
back up. He was an old man. 
Stepping over to the third door, 
opening it, he moved inside, his 
eyes on the floor. He looked up 
and started back with a great 
cry. In one leap, he was by the 
bed, on his knees, his trembling 
arms gathering up the figure 
stretched out in deep sleep. The 
young man opened his eyes quick- 
ly. His face was dirty, unshaven 
his hair unkept. Neither of them 
seemed to mind. 

“Oh, son, why didn’t you wake 
me up? When did you come in? 
When did you come in?” 


Releasing himself a bit from his 
father’s frantic embrace, the boy 
said, “I came in about two or 
three o’clock in the morning. I 
didn’t want to come, but Daddy, 
when you sent me the key, you 
broke my heart.” 


The boy was a wastrel, a wan- 
derer, an outcast, a sinner. He 
had broken the heart of his fath- 
er. He had broken the heart of 
his mother. He had gone down 
into. the purlieus of the worst kind 
of sin and wickedness. His father 
and mother had kept on praying 
for him, had besought him, had 
sent others to him, had plead with 
him. One day, in an envelope, 


sent the latch-key to the house, 
as if to say, “Come home. We are 
waiting for you.” 

On Calvary’s cross, in shame, in 
pain, in tears, in blood, God Al- 
mighty forged the key, the cross 
of His only begotten Son, to 
Heaven’s bounties. He offers that 
key, that cross, to every one of 
you tonight. Will you come and 
take it? 

Christian, unsaved, come and 
take the key that opens the treas- 
ure houses of the Lord. It is of- 
fered freely to each of you to- 
night. God wants you to have it. 
God wants you to use it. You will 


the arms of God’s love, as was 
that young man in the arms of 
iis earthly father’s love. Oh, may 
the Holy Spirit of God lead you 
tonight to take the key to salva- 
tion and glory. For Jesus’ sake. 


be as welcome, and more so, in| 


Amen. 
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